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HMint of the Wuited States at Philadelphia 


’ Goiner’s Office 


Hon. Herman Kretz, I 


Superintendent. 
Sir: Po 4 
I have the honor to submit the following estimate of the et 


cost of coining $300,000 of the following Denominations, for the ‘ 


San Domingo Improvement Co. 


150,000 Dollarg-=----~----+----=- -=$1, 224.00 
100,000 Half Dollars--------------- 1,263.00 
25,000 Quarter Dollars------ siete 503.00 
25,000 Dimes---------- ahamenemintnn 325.00" 
Total --------~-~--~=--=--==3$3,315.00 a 


The above estimate has reference only to the materials, — 


labor ete of the Coining Department. 4 
SRE Tae _ Very respectfully, 

: : - een 

Coiner 2 
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Mint of the United States at Philadelphia 
Coiner’s Office 
February 29, 1896 


Hon. Herman Kretz, 
Superintendent. 


Sir: 


I have the honor to submit the following estimate of the cost of coining $300,000 of the 
following Denominations, for the San Domingo Improvement Co. 




















150,000 Dollars $1,224.00 
100,000 Half Dollars 1,263.00 
25,000 Quarter Dollars 503.00 
25,000 Dimes 325.00 
Total $3,315.00 











The above estimate has reference only to the materials, labor etc. of the Coining 
Department. 


Very respectfully, 
W.E. Morgan 
Coiner 


